The Hamilton Metal 
Products Co., 
Hamilton, Ohio 


Features its No. 5, “Climax” 
tool, tackle, and utility box for 
Open House. Box size is 134% by 6 
x 4 in. Made of sheet steel, green 
baked enamel finish. Embossed and 





Utility box. 


beaded throughout for rigidity and 
appearance. Nickel-plated  auto- 
matic safety lock holds fast when 
lid is closed, yet by pressing button 
of lock, cover is instantly raised to 
correct’ position. Key furnished. 
Has strong finger-tip handle. Con- 
venient cantilever tray with remov- 
able and adjustable partitions. 
Moves automatically into place when 
box is opened. A special window 
streamer featuring the box and 
Open House is furnished in each 
shipping carton of boxes. 


